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INCONSPICUOUS TRUE-TO-TONE HEARING—YOURS AT LAST! 


The New Phantom Spot Button ‘Ardente’ is the smallest, simplest, 
hearing method in the world, entirely different and uncopyable—the ONLY one 
commended by every important British Medical Journal and “Truth,” backed 
by the written guarantee of the world’s greatest organisation for the Deaf. A 
boon for slightly deaf or very deaf (head noises). 
Ardente’s Latest Achievement—Gold Medal Awarded. 
t A NURSE’S APPRECIATION. 
; “ I'm delighted with ‘Arpentr.’ What a lucky day for my patients when I met ‘ArpeNte.’ 
} I have recommended dozens to you and they are delighted.”—Nurse O.A. | 


CALL NOW FOR FREE TEST 
or write for Details and “ MEDICAL Bg 309, OXFORD ST., 














——a LONDON, W.1. 
(Copyright.) (Opposite D. H. Evans). 
"Phones: Mayfair 1380/1718 
meweaena MANCHESTER EDINBURGH HULL BRISTOL 
GHAM _ GLASGOW LEICESTER §§ EXETER LIVERPOOL CARDIFF 














uy ti aletiouwwsl. oe | THE NURSES’ HOSTEL CO., LTD. 





name and address to it, post Seancte 96 t. W.C.1 
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ample of “ Aspro” Tablets free. You London by the Day, Meal, etc. Unfurnished Rooms to Let. 
i en prove how pain alleviating Founder: C. J. Woop. 
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he sleepless, relieves rheumatism in 
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euralgia, too ache ~adaches, etc 
in tintiwmena’ 137, Ebury Street, London, 8.W.1 
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“* ASPRO "’ does not harm the heart. 
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Offers Accommodation to Nurses who have taken or who are tak- 


ing, a full General Training. Bed and Breakfast: Members 3/6; 
Non-members 6/9. Box Room.—Apply Hon Secrerary 
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Write to the Agents MADE BY ASPRO LIMITED 82, Oxford Terrace, Hyde Park, W. 
GOLLIN & CO PTY.. LTD SLOUGH, ENGLAND. é he 
gre Dept.) Slough. Bucks Telephone ; Slough 608 Offers comfortable home to Nurses & Students: also accommo- 
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Every College Member should 
read her official Journal. 


Make sure of a copy of “‘ The Nursing Times’ 
each week by filling in one of these forms! 
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LINCOLN COUNTY HOSPITAL. 


NURSES’ LEAGUE. 
The Reunion will be held on Saturday, 
at 2.30 p.m. 
mbers intending 
ring hospitality, 
con by May 


May 
to the 
are 
16th. 


picnic, 


(107) 





THE COLLEGE OF NURSING. 


SISTER TUTOR SCHOLARSHIPS. 


\ Scholarship, value £135, is offered to 
enable a member of the College of Nursing to 
undertake the special course for Sister Tutors 
arranged at King’s College of Household 
and Social Science, London. 

The competitive examination in connection 
with the above award for the session 1933-34, 
will consist of two papers, (a) professional 
knowledge, (6) general knowledge, and will 
be held simultaneously at the College of Nursing 
and other centres on Saturday, May 20th. 

Application forms and further information 
may be obtained from the Director in the 
Education Department, The College of Nursing, 
la, Henrietta Street, Cavendish Square, 
London, W.1. 

Latest date for receiving applications 
Saturday, April 22nd, 1933. (27) 


ts 





QUEEN MARY’S HOSPITAL FOR 
THE EAST END, STRATFORD, E.15. 


The Ninth Annual Reunion wil! be 
Nurses’ Home on Thursday, May 
} p.m. 

lhe Matron will be 

able to attend. 


held in 
ith, at 
pleased to welcome all 


(124) 


are 





TRAINING AND LECTURE 
COURSES. 


“KING'S COLLEGE OF HOUSEHOLD AND 
SOCIAL SCIENCE. 
(University of London.) 








VENING COT RSE IN DIETETICS. 
n Elementary Course in Dietetics under the 
ion of Proressor V. H. Morrram will 
ield on Thursday evenings during the 
n 1933-34, beginning on Thursday, 
5th, 193: 
» Course is specially intended fc r teachers, 
and caterers 
for whole Cx 5 
particulars, apply to the SecreTary, 
t's College of Household and Social Science, 
pden Hili Road, Kensington, W.8. (7) 


ber 


purse 





MILLER GENERAL HOSPITAL, 
GREENWICH ROAD, GREENWICH, 
LONDON, S.E.10. 


ALMERIC PAGET SCHOOL 
PHYSIOTHERAPY 


rit OF 


Male and Female Students prepared for the 
int; Medical Electricity; High | 
thermy, and Light Therapy 
Chartered Society of 


requency, 

Examinations 

M issaye und 
(rymnastics 

e School is under the 

sq., M.B., 


he 


ry} direction of W 


Edwin A, 


Kerr 


and Lindsay, 


er-in-Charge : Miss I 
tificate) C.S.M.M.G. 

Board and residence 
or full particulars 


Knowles, (Teachers’ 


for female 
apply to the 


students. 
MATRON, 
(98) 


or 
asked to notify the 





Displayed (under any heading) per inch 7/6 
Nurses Wanted, Nursing Homes, 
on 21 words 3/0 
1 


Etc. 
Each additional 7 
Holiday Homes and Apartments 21 
Each additional 7 
Nurses Disengaged 21 
Each additional 7 
Advertisements must reach the Manager, 
THE NURSING TIMES, Macmitian & Co., 
Lrp., St. Martrn’s Street, Lonpon, W.C.2, 
by 12 o’clock on Wednesdays. 
Telephone : 
Whitehall 8831. 


Telegrams : 
Publish, Lesquare, London. 








CITY AND COUNTY OF 
NEWCASTLE-UPON.-TYNE. 
MUNICIPAL TRAINING COURSE 
HEALTH VISITORS. 


FOR 


October, 1933——April, 1934. 


A Six Months’ Training Course for Health 
Visitors will commence in Newcastle-upon- 
Tyne during the first week in October, 1933. 

The Course will comprise lectures and in- 
struction in practical work, and will enable 
Students to sit for the Royal Sanitary Institute 
Examination for Health Visitors in Newcastle- 
upon-Tyne in April, 1934. Pupils must not 
be more than 35 years old and must be General 
trained hospital nurses. They must also hold 
the certificate of the Central Midwives Board 
or agree to obtain it. Pupils should reside in 
or near Newcastle-upon-Tyne. No salary will 
be paid during training. 

The number of Students is limited, 
application is necessary. 

Details of the Course and application forms 
may be obtained from the MEDICAL OFFICER 
or Hearn, Health Department, Town Hall, 
Newcastle-upon-Tyne. 
3rd April, 1933. 


and early 


(125) 





THE MOTHERCRAFT TRAINING SOCIETY 

Dietetic Hospital for Babies (under one 
ae and out-Patients’ Clinics :—Tuesday, 

jednesday, Thursday and Friday, 10-12 a.m. 
Special Courses in Feeding and Care of Infants, 
Sir Truby King’s methods Specialising in 
~~; and re-establishment of Breast 


COURSES 

Trained Nurses ... we wi 2 
Midwives ... 4-6 months 
Untrained .. 12 months 

Visiting Day every Ww ednesday, 2 2.30-4 p.m. 

For particulars as to terms and vacancies 
write: THe Marron, Cromwell House, 
Highgate, N.6. (40) 


months 








PRELIMINARY ANNOUNCEMENT. 


LIVERPOOL 
POST 


MATERNITY HOSPITAL. 
GRADUATE COURSE FOR 
MIDWIVES. 


The above Course will be held on June 6th to 
9th inclusive (Whit-Week). Lectures, Demon- 
strations, Ante-natal and Ward _ Clinics. 
Visits to other Institutions. Fee 10s. 6d. 

Further particulars on application to 
Matron, Liverpool Maternity Hospital, Oxford 
Street, Liverpool. (108) 





THE COLLEGE OF NURSING. 
(Incorporated by Royal Charter.) 


SIX MONTHS’ COURSE OF TRAINING 
FOR HEALTH VISITORS. 
(APPROVED BY THE MINISTRY OF HB#ALTH.) 
Courses begin in September and January. 
See College of Nursing Announcement. 
Apply to the Dmector, Education Depart- 
ment, College of Nursing, la, Henrietta Street, 
Cavendish Square, 1. (7) 








HOSPITAL AND OTHER 
VACANCIES. 





Displayed : 


7/6 per inch 





MATRON. 


Applications are invited for the post of 
Matron of a new Convalescent Home for Women 
(100 beds) at Kewstoke, near Weston-super- 
Mare. 

Salary £140 per annum. 

Apply, stating age, qualifications and ex- 
perience, together with copies of three recent 
testimonials and photograph, addressed to 
the Secretarres, Birmingham Hospital,Satur- 
day Fund, 43, Newhall Street, Birmingham, 3, 
not later than the April, 1933, marked 
** Matron.” (105) 


21st 





EAR AND THROAT HOSPITAL, 
BIRMINGHAM. 


Theatre Sister Wanted, Theatre 
essential; good disciplinarian. 

Salary £75 per annum, with 
Federated Superannuation Scheme. 

Apply, stating age, qualifications, 
Matron’s name for reference, to the 


experience 
uniform. 
with 


MATRON. 
(123) 








PLEASE NOTE 


Owing to the Easter Holidays 


next week’s issue of The Nursing 


Times will close for press one 

Adver- 
this 
therefore, 


the 


day earlier than usual 


tisements for insertion in 
issue (April 15) must, 


reach the offices of Journal 


by 


1p.m. Tuesday, April 11 











DERBY BOROUGH MENTAL HOSPITAL. 


Applications are invited for the 
appointments at the above Hospital. 

Assistant Matron. Salary £130 per annum, 
rising by £5 per annum to £150 with board, 
lodging, laundry and uniform—emoluments 
being valued at £70 per annum for Super- 
annuation purposes. The salary is subject to 
a small temporary cut. 

Sister Tutor and Home Sister (combined post). 
Salary £120 per annum, rising by £5 to £140 
with board, lodging, laundry and uniform— 
emoluments being valued at £70 per annum for 
Superannuation purposes. The salary 
subject to a small temporary cut. 

Candidates for the above posts must 
doubly trained and the appointments 
subject to the provisions of the 
Officers’ Superannuation Act, 1909. 

Application in the candidates’ own hand- 
writing, stating age, previous experience and 
qualifications held, accompanied by copies of 
three recent testimonials should be addressed to 
the MgepiIcaL SUPORINTENDENT. (71) 


following 


is 


be 
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Asylums 
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COUNTY COUNCIL OF MIDDLESEX. 


Applications are invited as follows : 

Note.—All persons appointed in a penmenent capacity will be required to undergo 
such medical examination as the Council may direct, and subject to passing the same, 
to contribute towards the County Council’s Superannuation Fund unless subject to the 
Poor Law Officers’ Superannuation Act, 1896. 


AT THE NORTH MIDDLESEX COUNTY HOSPITAL, SILVER STREET, EDMONTON, 


Sister-Tutor.—Candidates must hold a Sister-Tutor’s Certificate of the University 
of London or Battersea Polytechnic, or a diploma in nursing granted by the Universities 
of London or Leeds, and must have held the post of Ward Sister or other senior nursing 
appointment in a general hospital. Salary £150 per annum, rising £7 10s. annually to 
£1¥5 per annum with full residential emoluments and uniform valued at £84 10s. per 
annum. The salary is subject to a small temporary abatement in view of the national 
situation. After eight years’ service as Sister-Tutor and subject to special recommenda- 
tion, an additional increment of £10 per annum may be granted. Apply on forms 
obtainable from the Matron at the Hospital. (P.A./N/107a.) 

Sister (Maternity Ward).—Candidates must be general-trained, State-registered 
Nurses, holding the C.M.B. certificate. Salary £90 per annum, rising £7 10s. annually 
to £120 per annum, less a small temporary ane 2ment in view of the national situation, 
with uniform and full residential emoluments valued at £71 10s. per annum. After 
eight years’ service in the Grade of Sister and subject to special recommendation, an 
additional increment of £10 may be granted. Apply on forms obtainable from Matron 
at the Hospital. (P.A./N/107c.) 

Statf Nurse Midwite.— Candidates must have had three years’ General Training and 
hold the Certificate of the Central Midwives Board. Salary £80 per annum, rising £5 
annually to £90 per annum with full residential emoluments valued at £58 10s. per’annum. 
Apply on forms obtainable from the Matron at the Hospital. (P.A./N/108.) 

Midwifery Pupils.—Immediate vacancies for fully trained Nurses to train for the 
certificate of the Central Midwives Board. The Course is for six months at a fee of £16 16s. 
Board, lodging and washing provided. Apply on forms obtainable from Matron at the 
Hospital. (P.A./N/107d.) 

Probationers to enter the Preliminary Training School in May with a view to signing 
a three years’ Agreement. Candidates must be single or widows aged 19 to 30 years. 
The Curriculum of the three years’ General Training covers the syllabus of the General 
Nursing Council and candidates are prepared for the State Examinations. Salary for 
the three months in the Preliminary School and the first year, £30 per annum, rising 
by £5 annually to £40 per annum, with full residential emoluments valued at £52 per 
annum. Apply on forms obtainable from Matron at the Hospital. (P.A./N/LOTb.) 

AT WEST MIDDLESEX COUNTY HOSPITAL, ISLEWORTH, MIDDX. 

Massage Sister.—Candidates must be fully trained, State-registered Nurses, and hold 
Certificates of C.S.M.M.G., S.R.E., and C.M.B. Salary, £90 per annum, rising £7 10s. 
annually to £120 per annum, plus, if resident, full residential emoluments valued at 
£71 10s. per annum or if non-resident, a living-out allowance of £80 per annum, and meals 
when on duty, laundry and indoor uniform. In either case the salary will be subject 
to a small temporary abatement in view of the national situation. After eight years’ 
service and subject to special recommendation, an additional increment of £10 per annum 
may be granted. Apply on forms obtainable from Matron at the Hospital. (P.A./W/76.) 
AT THE NEW CHILDREN’S BLOCK, CENTRAL MIDDLESEX COUNTY HOSPITAL, 

ACTON LANE, WILLESDEN, N.W.10. 

Sisters and Staff Nurses.—Must be State-registered nurses holding Certificates of 
General and Sick Children’s Nursing, preferably experienced in infant feeding and Barrier 
Nursing. 

Salary :—Sisters, £90 per annum, rising £7 10s. annually to £120 per annum with 
full residential emoluments valued at £71 10s. per annum, subject to a small temporary 
abatement in view of the national situation. 

Staff Nurses, £70 per annum, rising £5 annually to £80 per annum, with full residential 
emoluments valued at £58 10s. per annum. 

Apply in both cases on forms obtainable from Matron at the Hospital. (P.A./C/93a 
and b.) 

Assistant Children’s Nurses (temporary) with training or experience in a Children’s 
Hospital. Salary according to qualifications, with full residential emoluments. Apply 
on forms obtainable from the Matron at the Hospital. (P.A./C/93c.) 

AT HILLINGDON COUNTY HOSPITAL, HILLINDGON, UXBRIDGE. 

Staff Nurses (for Chronic Wards).—Day and night duty as required. Candidates must 
have had three years’ general training, be State-registered nurses and willing to assist 
the Ward Sisters in the training of Probationer Nurses. Salary £70 per annum, rising £5 
annually to £80 per annum with full residential emoluments valued at £58 10s. per annum. 
Apply on forms obtainable from Matron at the Hospital. (P.A. H/52.) 

AT WHITE WEBBS MEN’S HOME, ENFIELD. 

Female Attendant on old men (Resident).—Salary £50 per annum, rising £5 annually 
to £60 per annum with board, lodging, indoor uniform and laundry valued at £58 10s. per 
annum. Slight nursing experience would be a recommendation. Apply at once, stating 
age and experience, to the Matron at White Webbs. (P.A./E/48a.) 

By Order, 
ERNEST 8. W. HART, 
Clerk of the County Council. 
Guildhall, 


Westminster, 5.W.1. (129) 





| with uniform, ete. 


THE FORBES FRASER .(PRIVATE) 
HOSPITAL, BATH. 


Night Sister Required for middle of Ma 
Candidates must be fully trained with C.M.1 
Certificate and also have had Ward Siste1 
experience. 

Salary £80 rising, together with indo 
uniform. Appointment subject to the Fede 
ated Superannuation Scheme for Nurses an 
Hospital Officers 

Applications accompanied with testimonia 
(Matron’s essential) and photograph, to | 
addressed to the MaTrox (121) 





GREAT YARMOUTH GENERAL HOSPITAL. 
APPROVED TRAINING SCHOOL 
Wanted, Night Sister. Salary £75 to £55 


Pension scheme adopted 
Applications, giving particulars of training 


| together with testimonials, to be forwarde 
| to the Marron. (638) 





ILFORD ISOLATION HOSPITAL, 
CHADWELL HEATH, ESSEX. 


Night Sister Required, must be general an 


| fever trained and on the General and Supple 


mentary Fever State Register and have held 
a Ward Sister’s post. 

Salary £90, rising by two annual increment 
of £5 to £100 per annum, with uniform and 
holiday board allowance. 

The appointment will be subject to the Local 
Government and Other Officers’ Superannua 
tion Act, 1922. 

Apply giving full particulars to Matron 

(76) 





CITY OF BIRMINGHAM. 


** SORRENTO "' MATERNITY HOME, WAKE 
GREEN RCAD, MOSELEY, BIRMINGHAM. 


Required, Labour Ward Sister. State Regis 
tered C.M.B. Able to help coach pupils 
Theoretically and practically. Preference given 
to candidate possessing, or studying, fo 
Teacher Certificate. Salary £80—£100. 

Apply with full particulars to Matron. 

(102) 


GENERAL HOSPITAL, NOTTINGHAM. 





(386 beds) 

Required immediately, experienced and 
capable Sister for Orthopaedic Department 

Candidates must hold a satisfactory certi 
fieate of training in a General Hospital and be 
experienced in Orthopaedic Out-Patient work, 
Theatre and Plaster Koom. 

Salary commencing £100 per 
indoor uniform. 

Federated Superannuation Scheme in Force 
Applications, stating age, qualifications and 
experience, accompanied by recent testimonials 
to be addressed to the Marron. 


annum wit! 


(122) 


SURREY COUNTY SANATORIUM, 














trained, State registered Nurse 


board, 


MIDDLETON-IN-WHARFEDALE 
SANATORIUM, ILKLEY, YORKS. 


Ward Sister Required. Must be 


and have had 


16, BRONDESBURY PARK, N.W.6. 


a general | Gletneie 


experience in the nursing of tuberculosis. g children. 


Salary commencing at £60 per annum. 
Superannuation Scheme in force. 
Apply to Matron. 


Salary commencing £85 per annum, with 
residence, 
MATRON 


laundry and uniform. | 


Apply (110) 


| st. MONICA’S HOME HOSPITAL FOR SICK 
CHILDREN. 
Sister Required, general trained and experience 


(120) 


MILFORD, near GODALMING, SURREY. 
(300 BEDs.) 


Sister Required. Must be general trained and 
State-registered. One with Sanatorium ex 
perience preferred but not essential. 

Commencing salary £165 per annum, rising 
by £5 per annum to £185 for satisfactory service. 
From the gross salary £70 per annum will be 
deducted for board, lodging, etc. The cash 
salary includes £10 per annum uniform 
| allowance. 

The salaries are subject to an emergency 
cut of 5 per cent. after the first £150, which 
is not subject to a cut. 

s Successful applicant will be required to pass 
medical examination and to contribute to 

| the County Superannuation scheme. 

| Apply, stating age, training and experience 

land Matron’s name for reference to the 

| MaTRON. (57) 

| 
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London County Council 
PUBLIC. HEALTH DEPARTMENT 


VACANCIES FOR NURSING STAFF 


rhe undermentioned Hospitals marked * are recognised by the General Nursing Council as complete Training Schools for Nurses. 

Those marked ** are recognised Training Schools for Nurses in affiliation with certain approved General Hospitals. 

Applications for appointment as Sister Housekeeper, Departmental Sister and Ward Sister must be made on forms obtainable (stamped 
iressed foolscap envelope necessary) from the Matron-in-Chief, Public Health Department, County Hall, Westminster Bridge, S.E.1, to whom 
vy must be returned by 17th April. 

Applications for appointment as Staff Nurse should be sent direct to the Matron of the Hospital or Institution at which appointment is 
ired. 

























Board, lodging, laundry and uniform are provided free. Remuneration and conditions are subject to review. Increments are subject to 
e Council’s regulations. Cash remuneration is subject to temporary reduction. 


GENERAL HOSPITALS 
SISTER HOUSEKEEPER. (£110, rising by £5 annually to £140, and after 8 years’ service in all in the grade, if red pee by £5 
to 2150. £10 additional salary if holding housekeeping certificate. £20 additional salary if holding — certificate or tic science.) 
*DULWICH HOSPITAL, East Dulwich Grove, 8.E. 


DEPARTMENTAL (THEATRE) SISTER. (£90, rising by £5 annually to £115, and after 8 years in charge of the department, if specially 
recommended, by £5 to £125.) 
* ST. JAMES’ HOSPITAL, Ouseley Road, Balham, S.W.12. 


WARD SISTERS. (£85, rising by £5 annually to £115, and after 8 years’ service in all in the grade, if specially recommended, by £5 to £125. 
T_w _ T. STEPHEN’S HOSPITAL 
NE Os AL ? 
AGSSEY HOSEHTAL, 369, Fulham Road, S.W.J0. | wor, PETER’S HOSPITAL, 
High Street, Homerton, E.9. - > - 
For male surgical ward.) (One for healthy children’s ward—one for 74, Vallance Road, E.1. 
| male tuberculosis ward.) 
































STAFF NURSES. (865, rising by £5 annually to — 
T. LUKE’S HOSPITAL, 

Sydney Street, Chelsea, S.W.3. 
T. PETER’S HOSPITAL, 






T. MARY ABBOTS HOSPITAL, 
Marloes Road, Kensington, W.8. 
(Must hold C.M.B. certificate—for which 


AMMERSMITH HOSPITAL, 
Ducane Road, Shepherd’s Bush, W.12 
























T. ANDREW’S HOSPITAL, 74, Vallance Road, E.1. £5 additional salary is paid.) 
“Devon's Road, Bow, E.3. | (Must hold C.M.B. certificate—for which | *QT. LEONARD’S HOSPITAL, 
| 85 additional salary is paid.) Hoxton Street, Shoreditch, N.1. 

















FEVER HOSPITALS 


SISTER HOUSEKEEPER. Must be qualified Nurse and experienced in fever nursing. Preference to candidates with practical knowledge of Cookery 
£110, rising by £5 annually to £140, and after 8 years’ service in all in the grade, if specially recommended, by £5 to £150. £10 additional 
salary if holding additional housekeeping certificates. £20 additional salary if holding special certificates or diplomas in Domestic Science. 


*BROOK HOSPITAL, Shooters Hill, Woolwich, S.E.18. 


WARD SISTERS. (£85, rising by 25 annually to £115, and after 8 years’ service in all in the grade, if specially recommended, by £5 to £125. 
*GROVE HOSPITAL, Tooting Grove, S.W.17. 


STAFF NURSES. (£60 if holding certificate in Fever Nursing, 265 If holding certificate in General Nursing; rising by £5 annually to £80— 
£5 additional salary if holding both certificates.) 

ARK HOSPITAL, 

Hither Green, S.E.13. 













ASTERN HOSPITAL, 
Homerton Grove, E.9. 


PULMONARY TUBERCULOSIS HOSPITAL 
Two years’ training (one year in the case of General Trained Nurses) is given in Pulmonary Tuberculosis nursing for the Certificate of 
the Tuberculosis Association. 


STAFF NURSE. (£60 if holding certificate in Tuberculosis Nursing; £65 if holding certificate in General Nursing, rising by £5 annually to £80 
—£5 additional salary if holding both certificates. ) 


**HIGH WOOD HOSPITAL FOR CHILDREN, Brentwood, 























Essex. 











HOSPITALS for the CHRONIC AND CONVALESCENT SICK. (Not recognised as Training Schools for Nurses.) 
STAFF NURSES. (265, rising by £5 annually to £80. Must hold certificate in General Nursing.) 
HACKNEY INSTITUTION, 2, Sidrey Road, Homerton, E.9. 
STAFF NURSE. Must hold R.M.P.A. certificate. (£60, rising by £5 annually to £80. If holding certificate in General Nursing also, £65, rising 
by £5 annually to £80, with £5 additional salary for holding R.M.P.A. certificate. 
ST. PETER’S HOSPITAL, 74, Vallance Road, E.1. 






















THE METROPOLITAN .HOSPITAL, NORTH LONSDALE HOSPITAL, GENERAL INFIRMARY, 
KINGSLAND ROAD, LONDON, E.8. BARROW-IN-FURNESS. BURTION-ON-TRENT. 













Resident Masseuse Required. Applicants} Sister Required for Private Block of 12 beds ; 

d ants ter R or ‘ ‘ 2 a . a — 
hould possess the three certificates of the |S.R.N. with good Theatre experience. Salary Pag borne! ares ga hah ~ "CM B 
‘hartered Society of Massage and Medical | £85, rising £95, uniform materials. Super- aia: ” — 








‘rymnastics. Preference will be given to a] annuation Scheme in force. na = 
a. 5 - z . Salary » rate of ) per annum. 
rained nurse. Apply with full particulars, oy of two alary at the rate of £75 per ann 
Salary starting at £70. testimonials and small photo, to the Matron. Apply with Matron’s name for reference to 















Apply Matron. (130) (127) MATRON. (117) 
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SUPPLEMENT 


TO THE NURSING 


APRIL 8, 


TIMES 1933. 





THE KING EDWARD VII. 
WELSH NATIONAL MEMORIAL 
ASSOCIATION. 


Applications are invited for the post of 
Ward Sister (General Trained) at the Machyn- 
lleth Tuberculosis Hospital, Machynlleth, 
Montgomeryshire. 

Salary £75 by £5 to £95 per annum, plus 
maintenance and uniform. An _ additional 
allowance of £5 per annum will be paid to the 
successful candidate if in possession of the 
Certificate of the Tuberculosis Association. 

The post is subject to the provisions of the 
Superannuation Scheme of the Association, for 
which purpose it will be necessary for the 
successful candidate to pass a medical examina- 
tion, and to be under 45 years of age. 

Applications, stating age, qualifications, 
experience, etc., together with copies of three 
recent testimonials, should be addressed to the 
MaTroN, Machynlleth Tuberculosis Hospital, 
Machynlleth, Montgomeryshire. 

(118) 


EASINGTON RURAL DISTRICT COUNCIL. 


THORPE ISOLATION HOSPITAL, 
EASINGTON, Co. DURHAM. 


Charge 
fever and general trained. 
ence of ward management. 

Commencing salary £75 per annum, rising 
by annual increments of £5 to a maximum of 
£85 per annum, with rations, apartments and 
washing. 

The appointment will be subject to the Local 
Government and Other Officers’ Superannua- 
tion Act, 1922, and the successful candidate 
will be required to pass a medical examination. 

Applications stating age, particulars of 
training and experience, accompanied by 
copies of two testimonials to be received by the 
undersigned not later than 22nd April, 1933. 

J. M. LONGDEN, 
Clerk of the Council. 


Nurse Required, beginning May 
Must have experi- 


Council Offices, 
Easington. 


(112) 


HEREFORDSHIRE COUNTY COUNCIL. 
PUBLIC ASSISTANCE DEPARTMENT. 


Applications are invited for the appointmen 
of a Staff Nurse at the Hereford Poor Law 
Institution. Sick Ward accommodation, &: 
Beds. 

Applicants must be State-registered wit! 
C.M.B. certificate. Salary £60, rising by 
annual increments of £5 to £70 per annum 
together with an allowance of £5 per annun 
for uniform and the usual emoluments of 
resident officer. 

The successful candidate will have the optior 
of deciding whether she will contribute unde 
the Superannuation Acts, such option will not 
however apply in the case of a Transferre 
Officer. 

Applications in own handwriting, stating 
age, experience and accompanied by copies of 
three recent testimonials must be sent t 
the Pusiic AssisTaANce Orricer, Shirehall 
Herefore, as soon as possible. (128) 





NOTTINGHAMSHIRE ![ COUNTY [ COUNCIL, 
RANSOM SANAT( RIUM. 
Appointment of Ward Sister. 


The Nottinghamshire County Council invite 
applications for the appointment of Ward 
Sister at the County Tuberculosis Sanatorium, 
Sherwood Forest, Nottinghamshire. 

Applicants, whose age must not exceed forty 
years, must be fully-trained State-registered 
Nurses and must have had previous experience 
in a similar InStitution and in Orthopaedic 
treatment. 

The salary attaching to the position will be 
£80 per annum, rising, subject to satisfactory 
service, by increments of £5 to a maximum of 
£90 per annum, with uniform, board-residence 
and laundry, andgthe appointment will be 
terminable on one month’s notice. 

The appointment is an established post 
under the Local Government and Other Officers 
Superannuation Act, 1922, and the successful 
candidate will be required to pass a medical 
examination : 

Forms of application and particulars of the 
appointment may be obtained upon application 
at my office at the undermentioned address and 
applications with copics of not more than three 
recent testimonials, be addressed to the 
County MEDICAL OrFicer, Shire Hall, Notting- 
ham, not later than Saturday, 


must 


K. TWEEDALE MEABY, 
Clerk of the County Council 
Hall, 
ottingham, 


28th March, 


1933. 





HARROGATE. ROYAL 


Male Staff with ertificate 
t Peto Place t 
MI 


Full particulars 


C. Broce (104) 





THE SOLDIERS’, SAILORS’ AND AIRMENS'’ 
FAMILIES ASSOCIATION. 


District Nurse Required to ait 
4 $ liers and aimer 
lid wif to be undert 


li 


AKE 


post ard ~marked 
rorm to SECRETARY, 
Anne’s Gate, S.W.1 





the 15th April, | 


| 
| 
| 
| 


and 


| MATRON 


CITY OF LIVERPOOL. 


Staff Nurses Required for the Corporation 
Infectious Diseases Hospital, Fazakerley 
Annexe, Fazakerley, Liverpool. Applicants 
must possess general or fever training certifi- 
cates and be State registered. 

Salary: General trained £65 per annum, 
rising by £5 to £70 per annum. Fever trained 
£60 per annum, rising by £5 to £65 per annum 
(subject in each case to a temporary deduction 
as authorised by the Council) and usual residen- 
tial emoluments. 

Applications, stating age, qualifications and 
experience, accompanied by copies of not more 
than three testimonials (including one from a 
matron) to addressed to the MATRON, 
Fazakerley Annexe Hospital, Fazakerley, 
Liverpool. 


e 


WALTER MOON, 
Town Clerk. 
Municipal Offices, 
Dale Street, 
Liverpool. 
Ist March, (111) 


1933. 





ROYAL VICTORIA AND WEST HANTS 
HOSPITAL, SHELLEY ROAD BRANCH, 
BOURNEMOUTH. 


Staff Midwife Required for Maternity Ward. 

Alternate day and night duty. 

Salary £60 per annum. 

Superannuation Scheme in force. 

Apply with full particulars of training to 
MATRON. (58) 


ROYAL WEST SUSSEX HOSPITAL, 
CHICHESTER. 
lll Beps 





ScHOOL RECOGNISED 


NuRsiIne Counc 


TRAINING 
'rENERAI 


Two Staff Nurses Required. 
Must be fully trained and 

Salary £60 and uniform material 

Apply, with Matron’s name for reference to 
(116) 


State registered 





GENERAL HOSPITAL, 
TUNBRIDGE WELLS. 
Staff Nurse required with C.M.B. Certificate 
Salary £60 to 5 


Appl 


tbe. 
MATRON. 
(09) 


with full particulars to the 





WHITEHAVEN AND 
WEST CUMBERLAND HOSPITAL. 


Staff Nurse Required to take charge of X-ray 
Department and small Out Patient Department. 
Must have good X-ray experience. 


Apply with references to MATRON. (67) 





HUDDERSFIELD ROYAL INFIRMARY. 

There are vacancies for Probationer Nurses 
at the Preliminary Training School. 

Candidates will have a two months’ course 
of lectures and practical work before entering 
the wards. They must be women of 
education. Aged 19 to 30. Three 
training. 

Salary, Ist year, £20; 
third year, £30; in addition to 
and laundry. 

Probationers are coached 
training by a Resident Sister Tutor. 
Superannuation Scheme in foree. 

Enquiries should be addressed to the MATRON. 

(100) 


good 


years 


year, £25; 
board, uniforn 


second 


throughout thei 
Federated 





THE GENERAL HOSPITAL, 
BIRMINGHAM. 


TRAINING SCHOOL FOR NURSES. 
say ee by the General Nursing Council.) 
tures given by the members of the 
Honorary Medical Staff, who are Lecturers at 
the University of Birmingham, and by the 
Matron and Sister Tutor. 
Vacancies occur at various dates during 
the year. 
Candidates must be strong and well educated. 
For further particulars apply to the Matron. 
(17) 


CITY OF LONDON MENTAL HOSPITAL, 
STONE, DARTFORD, KENT. 





Probationer Nurses Required. Present com 
mencing wage £2 2s. 2d. per week, rising to 
per week, from which is deducted 

charge for board, lodging and 
Separate bedrooms in Nurses’ Home 

Ample opportunity for recreation 
course of training is given for 


provided 
\ three 
Nursing Certificates 


Apply 


DONCASTER ROYAL INFIRMARY. 
(185 Beds.) 


years 


MATRON, enclosing stamp (126) 





TRAINING SCHOOL FOR NURSES. 

Probationers Required age 19 to 30. 

Must be well educated. 

Modern Hospital and Nurses’ Home. 

Nurses are coached throughout their training 
by the Sister Tutor. 

Salary £24—£28—£32 with uniform after 
trial period. 

Application to be made to the Matron. 

(6) 





CONNAUGHT HOSPITAL, 
ORFORD ROAD, WALTHAMSTOW, E.17. 
RECOGNISED TRAINING SCHOOL. 

There are several Vacancies for Probationers. 
Resident Sister-Tutor. 

Salary £20, £24, £28, £32. 

Apply for forms and 
MATRON. 


particulars to the 
(92) 
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SUPPLEMENT 





TO THE NURSING TIMES Vv 





NORTH STAFFORDSHIRE ROYAL 
INFIRMARY, HARTSHILL, 
STOKE-ON-TRENT. 


TRAINING SCHOOL FOR NURSES. 


educated and aon” Age 19-32. 
T aining School and Resident Sister Tutor. 
Salary £20; £25; £30. 
Vacancies occur every two months. 
Federated Superannuation Scheme adopted. 
For particulars apply to the Matron. 





INFIRMARY, BRADFORD. 


ArvPROVED SCHOOL UNDER GENERAL NURSING 


There will be vacancies in the Preliminary 
irse on May Ist and September Ist. 
'hree months’ Course. 


Three years’ training. 
Apply to the Matron. 





ST. BARTHOLOMEW’S HOSPITAL, 
AND CHATHAM, KENT. 


Training School tor, Nurses. 

\pproved General Nursing Council. 
Vacancies occur at different dates for suitable 
They must be well educated and 


Lectures given by the 
sident Sister Tutor. 
\pply the MATRON. 


UEEN’S HOSPITAL, 





TRAINING SCHOOL FOR NURSES. 
(APPROVED BY THE GENERAL NURSING COUNCIL) 
Syllabus includes all subjects required 


the State Examinations. 
For particulars apply to the Marron. 








NURSES WANTED. 





additional 7 or part of 7 w 





Fully Trained Nurses Required for private 

ff and surgical home. 

, 2 extra for C. 3M. B.— Apply MATRON, 
33) 





Holiday Sister Wanted f.: 


, Gieneral Hospital, 





Junior Nursing Sister Required with general 


ly with copies of three recent testimonials 





Lord Mayor Treloar’s Hospital, Alton, Hants. 
rgical Tuberculosis, Children.—Probationers 
received at the above Hospital at the age 
18 years. The training is for three years 
1 is valuable to those intending to become 
y trained Nurses, but who are too young 
Part of the training 
be given at the Seaside Branch 
‘yling Island. Candidates must be well 
cated. Salary £16 first year, £20 second 
, £24 third year, with board, i 
iform and laundry. Federated Superannua- 
n Scheme adopted. Particulars will be sent 
1 application to the Matron. 2 


> 


> 


General Training. 


a] 


» @ 





QUEEN’S NURSES WANTED. 


provided in Home. 


house provided. 


other allowances—rooms provided. 


required for Maternity Home (10 _ beds) 


to experience with all else provided. 


sum. 


with usual allowances. Rooms provided. 


Nursino, 58, Victoria Street, London, 8.W.1. 
(119) 





graphy.—Apply Marron, Western General 
Hospital, Crewe Road, Edinburgh. (132) 








NURSES, &c., DISENGAGED. 





Fully trained 8.R. Nurse would like a Private 
case in London. Medical or Surgical. Live 
out.—Box 114, Tur Nwurstnc Tres, St. 
Martin’s Street, London, W.C.2. (114) 








NURSING HOMES. 





Vacancy for Chronic Invalid, either sex 
S.R. Nurse. Highly recommended by medica, 
man.—Martron, Norfolk Lodge, Edgehill Roadl 
Bournemouth. (109) 








FOR’ SALE. 





FOR SALE AT BROADSTAIRS. 


Private Convalescent Home. Twelve and a 
half years good connection. Charming two 
storied house. Freehold. Close to Sea. 
South aspect. Seventeen bedrooms. Excel- 
lent offices. Good sanitation. 

Write Box 43, THe Nursinc Times, St. 
Martin’s Street, London, W.C.2. (43) 





Wales—Well-established Nursing Home for 
sale—Cases taken Medical, surgical and mater- 
niwy—twelve beds—outside staff—good premi- 
ses with well stocked garden on lease £150 a 
year. Nett profits about £500 a year increasing 
no opposition—owner retiring—suit two or 
three friends.—Price £7,000 including all 
equipment.— Apply Box No. 101, THe Nursine 
Times, St. Martin’s Street, London, W.C.2 
(101) 








CHILDREN’S HOMES, ETC. 





Probationer Nurses Required for training in 


A Free List of Homes for Backward and 
Delicate Children, also Nursery Schools. State 
requirements fully. —Lavrig & Co., 24, Mar- 








garet Street, Regent Street, W.1. (87) 





Evesham, Worcestershire. Senior of three 
required with good experience and Health 
Visitor’s Certificate. General nursing, mid- 
wifery and public health work. Cyclist. 
Salary £130 per annum, uniform allowance £8, 
holiday allowance £1 a week and all else 


Beaconsfield, Bucks.—NSingle district, general 
nursing, midwifery and public health work. 
Infant Welfare Centre attended. Cyclist. 
Salary according to experience with the usual 
allowances paid in an inclusive sum, furnished 


Minehead, Somerset.— Two employed, one 
required (experienced). General nursing, mid- 
wifery and public health work. Cyclist. Salary 
according to experience, uniform £8 with all 


Tipton Training Home for Staffordshire 
County Nursing Association.—Staff Midwife 


Also nurse for night duty. Salaries according 


South Shields, Durham.—One of three 
required to work under Senior Nurse, General 
work only. Salary according to experience 
with the usual allowances paid in an inclusive 

Long Ashton, Nr. Bristol.—Single district, 
experienced midwife required (not over 30), 
cyclist; general nursing, midwifery and public 
health work. Salary according to experience 


Apply Qveren’s InstirvuTe or District 


Sister Required with experience in Radio- 





HOLIDAY & RESIDENTIAL 
HOMES. 


Bexhill.—Sunny Rooms, facing sea or park; 
temporary or permanent visitors: trained 
nurse-masseuse.— Ratrray, 55, Egerton Road. 
*Phone 674. (115) 








Clacton-on-Sea. Comfortable Board Resi- 
dence, homely. Near sea and garages. Select 


district, terms moderate. Children made 
welcome. TayLor, Sylvia Vicarage Gardens. 
(113) 





GOODWILL HOLIDAY PARTIES. 
Programme includes Italy (Motoring), Guern- 
sey, Lakes, Switzerland, ‘‘ Glorious Devon” and 
Cornwall, (Motoring), Denmark, and Wales. 
Fortnight, including Excursions, from £11 5s. 
Miss Rosatinp BranpretH, 52, Nevern 
Square, London, S.W.5. Tel. Fro. = 
(30) 





Hove, Brighton.—Rest and Holiday Home 
for Members of the Nursing Profession. Close 
to sea. Recommended.—Mrs. McGrecor, 
8, Norman Road. (8) 





Rudgwick Sanatorium, Sussex—for tired, 
nervous and convalescents, etc. Single rooms. 
Individual care. Good cooking. Bracing air. 
Beautiful country, 3% guineas inclusive. 

Apply SecrETARY. (89) 





Torquay, Argyli Hall Private Hotel (Once 
Residence Lord Lytton), overlooking whole of 
Torbay. Central heating, h. and c. water some 
bedrooms. Near amusements. From 
£2 12s. 6d. Special reduction nurses. Iilus- 
trated Brochure.—T. DENHAM Brown. 

(36) 





Quiet, Restful, refined accommodation with 
motoring around peaceful country of West 
Sussex offered to professional women. Further 
particulars: Dawcrort, Cootham, Pulborough. 

(32) 








MIDWIFERY. 





Birkenhead Maternity Hospital.—Training in 
Midwifery and Monthly Nursing. Trained 
Nurses 6 months; untrained women, 12 
months. Ministry of Health grant. Full 
preparation for C.M.B. Examination. Imme- 
diate Vacancies.—Apply Matron. (52) 





BIRMINGHAM MATERNITY HOSPITAL. 
This Hospital has | now 65 beds and deals 
with 1,500 in-patients per annum, and there is 
an extensive practice on the Districts, where 
nearly 2,000 cases per annum are dealt with. 
The Board of Education grant is available 
for all students who intend to practise 
Midwifery. 
For particulars apply to :— 
MATRON, 
Maternity Hospital, 
Loveday Street, 
Birmingham, (12) 





Maternity 
staff. Special reduction in fees under Ministry 
of Health Scheme. 1,771 In-patients, 260 





CITY OF LONDON 
NT eee —- 
MIDWIFERY TRAIING ScHoOL. 


Pupils — ecially trained in Midwifery and 
ursing. Sister-Tutor atteched to 


District Patients. Attendance at Ante-natal 


and Post-natal Clinics, 8,305. Post-Graduate 
course for practising midwives. (1) 
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BRISTOL GENERAL HOSPITAL. 


There are Vacancies for Pupils in the| 


Midwifery School. 
For particulars as to Vacancies apply to 
the Marron. (5) 


| practise Midwifery. 





CITY OF BIRMINGHAM. 


** SORRENTO "' MATERNITY HOME, WAKE | 


GREEN ROAD, MOSELEY, BIRMINGHAM. | 


Three free vac 
Salary £40 p.a 

One veal 

\pply with full 


ancies for Pupil Midwives. 

Uniform provided 

s service 

MATRON 
(103) 


particulars t 





THE EAST END MATERNITY HOSPITAL, | 
COMMERCIAL ROAD, STEPNEY, E.1. | 
MIDWIFERY TRAINING SCHOOL. 
Training School for Midwives and Monthly 

Nurses. Special preparation for Central 

Midwives Board Examination. 
Over 2,000 patients annually. 
Reduced fees under Ministry 

Scheme. 

Apply to the SecrEerary. 


Health 
(24) 


of 





HUDDERSFIELD JOINT COMMITTEE FOR 
THE TRAINING OF PUPIL MIDWIVES. 
The Joint Committee are prepared to accept | 
Pupils for Training. The arrangements include | 
internal training at the Municipal Maternity 
Home, and external training with the Hudders- 
field Victoria Nurses’ Association. Reduced 
fees under the Ministry of Health Scheme. 
Applicants should be fully trained nurses, 
and should apply to the Matron, Municipal 
Maternity Home, Huddersfield, or ScrEerty- 
TENDENT, Queen Victoria Nurses’ Association, 
Huddersfield (34) 





LEEDS MATERNITY HOSPITAL, 
HYDE TERRACE, LEEDS. (126 Beds.) 


Pupils are trained and prepared for the C.M.8 
Examination, Midwifery Lectures given by the 
Leeds University Lecturers; extra lectures 
in Anatomy, Public Health, Infant Care and | 
Ophthalmia in relation to Midwifery given by | 
the University Professors. Efficiency Certi 
ficates awarded. Reduced fees under the 
Ministry of Health Scheme. 

Vacancies occur 23rd January, April, July | 
and October. 


Apply to the Marron. (25) 





MATERNITY NURSING ASSOCIATION, 
MYDDELTON SQUARE, E.C.1, 
and CAMDEN ROAD, N.7. 


MIDWIFERY TRAINING SCHOOL 
In affiliation with the Royal Northern Hospital) | 
M.B 


rk) 


i xamination | 
Ante-natal and | 


Pupils prepared for ( 
a tern ind intern. wo 
Infant Welfare Clinics 
Reduced fees for pupils intending to practice | 
Midwif 
| . 
le 


Myd 


MatTrRON, 63, 


ery 
vacancies apply to the 
It 5 ; (31) 


slton juare, E.C.1 





MUNICIPAL MATERNITY HOME, 
AND INFANTS’ HOSPITAL, 
HEDON ROAD, HULL. 


Pupils specially prepared for C.M.B. Examina- 
tion. Hospital and District Training. Ante- 
natal Clinics. 

Trained Nurses, 
persons 12 months. 

For pupils who sign an agreement taat they 
intended to practice Midwifery in England or 
Wales, or to ome Health Visitors in England 
of Wales, Ministry of Health’s grant is available. 

Apply to Matron. (18) 


six months; Untrained 





| Special preparation for the Examination of the 


| 27,838 ante-natal and child welfare attendances. 


| Hospital 
| Treatment, 29 and 30, Queen’s Square, W.C.1. 


| Students. 


QUEEN MARY’S HOSPITAL FOR 
THE EAST END, 
STRATFORD, E.15. 

Midwifery Training School. — prepared 
for the Central Midwives Board Examination. 
The fees are reduced for Pupils intending to 


Apply for vacancies to the Matron. (21) 





QUEEN CHARLOTTE’S MATERNITY 
HOSPITAL, 
MARYLEBONE ROAD, N.W.1. 
MIDWIFERY TRAINING SCHOOL. 


Pupils specially trained for Midwives and 
Monthly Nurses. On being found competent 
each pupil is awarded certificate of efficiency. 


Central Midwives Board. Special Courses and 
reduced fees for Trained Nurses. In 1932 there 
were 2,689 In-patients, 1,798 Out-patients and 
B. 


Apply to STOKES, 


Superintendent 


Secretary- 
(3) 





St. Mary's Hospitals, Manchester.— Vacancies 
midwifery training.—Apply SkrcRETARY, 
for full particulars as to fees, etc. (75) 





YORK ROAD POST-CERTIFICATE SCHOOL, 
77, Southampton Street, Camberwell, $.E.5. 
The Post-Certificate School 
“ refresher ’’ courses for midwives. 

Two months’ course partly on District, and 
partly at G.L.I. Hospital and other Institutions. 

Etty Helme Fund provides some free courses 
for midwives practicing in rural areas. 

A special course is arranged for Superinten- 
dents and Inspectors of Midwives. 

Apply SupeRINTENDENT. 


provides 


(15) 








OFFICIAL MASSAGE 
ANNOUNCEMENTS. 








Schools advertising under this heading are 
known to the Council as fulfilling requirements 


of the Chartered Society of Massage and Medical | 


Gymnastics. 





National Hospital 


School of Massage and Electri 


and University College 
cal | 
Students (M. and F.) prepared for C.S.M.M.G. 
Examinations. Fees : Conjoint £30; Electrical 
£10 10s. (including L.E.T.). Hostel for Women 
Apply SECRETARY. (13) 


THE WESTERN INFIRMARY GLASGOW. 





| 
| 
| 
| 
| 
| 
| 


School of Massage, Medical Gymnastics, 

Medical Electricity and Light Therapy. 

Students prepared for the Examination of 
the Chartered Society of Massage and Medical 
Gymnastics. 

Lectures and demonstrations given by 
members of Hospital Staff and fully qualified 
Teachers. 

For particulars apply to the Marron. (14) 








All communications regarding 
advertisements and subscriptions 
should be addressed to 
The MANAGER, 
“The Nursing Times” Messrs. 
Macmillan & Co., Lid., St. 
Martin’s Street, London, 
W.C.2 





WESTMINSTER HOSPITAL, 
12, GAXTON STREET, S.W.1 


SCHOOL OF MEDICAL GYMNASTICS, 
MASSAGE AND ELECTRICAL TREATMENT. 
Principal: Mrs. HoauTron STewarr. 


Students for 
of the Chartered Society 
Medical Gymnastics 
Certificate). 

For full particulars apply to the Marron, 
Westminster Hospital. (11) 


the Examinations 
of Massage and 
(including Teachers’ 





THE MIDDLESEX HOSPITAL, 
LONDON, W.1 
SCHOOL OF MASSAGE, 
MEDICAL GYMNASTICS AND 
MEDICAL ELECTRICITY. 
Students prepared for the Examination 
of the Chartered Society of Massage and 
Medical Gymnastics. 
Sister-in-Charge, Miss Prossgr, T.M.G. 
For full particulars apply to the Lapr 
SUPERINTENDENT, The Middlesex — 
W.1. (23) 





ST. THOMAS’S HOSPITAL. 


SCHOOL OF MASSAGE, MEDICAL 
ELECTRICITY AND SWEDISH 
REMEDIAL EXERCISES. 

Resident and Non-Resident Students are 
pocpeses for the Examination of the Chartered 
Society of Massage and Med. Gym. 

Sister-in-Charge Miss RANDELL. 

Teacher’s Certificate, C.S.M.M.G. 

For particulars as to vacancies, terms, etc., 
apply to the Matron. 4) 





BRISTOL GENERAL HOSPITAL. 


| Schvol of Massage, Swedish Remedial Exercises 
| 


and Medical Electricity. 

The School is under the supervision of 
P. E. Curistornerson, M.B., Ch.B., M.R.C.S., 
L.R.C.P., Graduate Royal Gymnasium, Cen- 
tral Institute (Stockholm). 

Principal of School:—Miss A. HAWwKEs, 
Teachers’ Certificate of Medical Gymnastics, 
C.S.M.M.G. 

Students (male and female) are prepared for 
all the Examinations of the Chartered Society 
of Massage and Medical Gymnastics. Lectures 
are given by members of the Honorary Staff 

For full particulars apply to the —— 

(22) 








SITUATIONS VACANT. 





LORD MAYOR TRELOAR CRIPPLES’ 
HOSPITAL, ALTON, HANTS. 


Girls are received on leaving school and 
trained for the ucmestic staff of the above 
Hospital. Wages begin at £12 and full uniform 
provided. Applicants must have excellent 
characters and be well recommended. 

Apply to the Matron. (9) 








AGENCIES. 





To those seeking to dispose of either a 
Nursing Home or a Partnership therein the 
services of THE MepicaL AGENCY are available. 
Full details as to terms, etc. in confidence. We 
also invite correspondence from prospective 

urchasers. THE Mepicat AGeENcY, 36/38, 

outhampton Street, Strand, W.C.2. ao 

(45) 
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NOT when everything else has failed 


A TRON 
(11) 


TAL, 


Nurses and doctors sometimes recommend Hall’s Wine in convyales- 
cence only when other methods of bringing a patient back to health 
have failed. The best plan, right from the start, is to choose a tonic 
that contains the necessary blood-makers é” a natural form. By this we 
refer to the iron and vitamins of the grapes that make Hall’s Wine. 
The weakest system can assimilate these. And a course of Hall’s Wine 
is always found to be successful for this very reason. 


Everyone is the better for Hall’s Wine occasionally. Its splendid 
strength-giving properties are kriown very well to members of’your 
own profession—especially those “‘ worn out” by much night duty. 
There must be many an occasion when Hall’s Wine will prove 
invaluable to you. ‘Take Hall’s Wine yourself, and you will have the 
best possible proof of its value to your patients. 


STEPHEN SMITH & CO. LTD., BOW, LONDON, E.3 
Large bottle 5 6 Smaller size 3 4 
From all Wine Merchants, Licensed Grocers and Chemists. 


Send us your professional card and we will gladly send you a Free Sample Bottle of Hall’s Wine. 
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we | ¥-> NORMAL BOWEL 


n, Cen rs ~ Sey: 
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/ Av * Petrolagar ’ yields normal bowel motion because : 


(1) It lubricates and softens the faecal mass. 


(2) It contains no irritant properties and does not harm 
the bowel mucosa. 


(3) It is not habit forming. 


“Petrolagar’ is 65 per cent. pure liquid 
paraffin emulsified with agar-agar, and may 
be prescribed with confidence. It is sold 
under the trade name ‘ Petrolagar’ brand 


Paraffin Emulsion. 


Rtrolagar 


(Rega Troae Mork) 





xcellent 


(9) 


Interesting literature and specimen sent 
free on request. 


Petrolagar Laboratories, Limited. 


Atonic Constipation Braydon Road, London, N.16 


NT. 8 


























Be sure to mention “The Nursing Times’”’ when answering its Advertisements. 
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THE ROYAL NATIONAL 
PENSION FUND FOR NURSES 


£1:0:0 a month secures 





Age next Total payments Original Amount | Estimated Options available at Age 55 
Birthda by Nurse in of Deferred after Allowing for Bonus Additions. 
y Monthly Premiums Annuity at * 


of Nurse. of {1 Age 55. Annuity 





Cash Payment. 





20 £420 {47 1 £71 15 £930 
£360 £36 18 £53 10 £697 


£240 {21 4 £27 12 £363 


0 
4 
£300 | s f28 11 4 «| «Of89 «5 £514 
8 
8 


| £17 18 £240 


| 


* The amount of these options is not guaranteed, but it is believed that they have been estimated 
, on a conservative basis. 
A monthly premium of any amount may be paid and a larger premium than {1 per month would 
secure proportionately increased Benefits. Rates for other ages will be quoted on application 


£180 £14 12 














Benefits: 
AN ENDOWMENT OR ANNUITY AT MATURITY 


On reaching Pension Age Nurses may either take their Annuity with Bonus 
Additions or their value as a Cash Endowment instead. 


SURRENDER VALUES before Pension Age are the accumulation of 
premiums paid, with compound interest at 3 per cent. per annum. If 
surrender takes place in the first two years a small stamp duty is deducted. 
INCOME TAX REBATE on premiums paid can be secured by Nurses 
who pay Income Tax. 

The Fund grants Annuities, immediate or deferred, Endowment Assurance 
Policies, and undertakes all classes of Life Assurance. 


Full information as to the £1 a month Policy or 
other Policies may be obtained by writing to :— 


The Secretary, R.N.P.F.N., 
15 Buckingham Street Strand London W.C.2 





Be sure to mention “The Nursing Times’’ when answering its Advertisements. 
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Nine Reasons why 

‘Allenburys’ Foods = 

should be given 
preference 


They form a carefully-designed 
progressive series of Foods 
adapted to the changing digestive 
powers and metabolic needs of 
the baby. 


They prevent rickets : vitamin D 
is added to each Food in sufficient 
quantity to prevent any baby 
brought up on the Foods suffering 
from that disease. 


The Milk Foods closely approxi- 
mate to human milk incomposition 
and physical character. 

They contain no starch or cane 
sugar. 


The proportion of dextrin-maltose 
that is present is recognized by 
pediatric physicians as highly 
suitable for infant feeding. 


They are free from dangerous 
bacteria. The milk usedis selected 
with the utmost care ; the process 
of anufacture excludes con- 
tamination. 


They ensure a dietary of uniform 
composition which protects the 
baby from under-nutrition and 
indigestion. 


They can be used as adjuncts to 
breast feeding—a combination 
sometimes recommended. 


They are easily prepared for 
use. By following the directions 
accompanying each tin, the Foods 
can be easily and properly pre- 
pared by an untrained person. 


They bear the seal of long 
practical experience. Three gen- 
erations of medical men have 
prescribed them. Outstanding 
health, vigour, and activity are 
features of the ~ Allenburys”’ 
baby. 


The “ Allenburys” booklet on “Infant 
Feeding and Management” will be sent 
sent post free on request. 


Allen & Hanburys Lid. __ 


London, E.2 Telegrams : —— 
“Greenburys Beth London” 


Telephone: 
3201 Bishopsgate (12 lines) 




















Be sure to mention “The Nursing Times” when answering its Advertisements. 
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ye). PATIENTS REALLY ENJOY ENO 


ENO’s “Fruit Salt’’ is such a pleasant drink— 
sparkling, bubbly, stimulating to mouth and palate, 
cooling and grateful. It has none of the harshness 
and nauseating taste of so many saline laxatives. 
Patients, even the most fretful and querulous of 
them, usually make no difficulty about taking it. 
For that reason a great many nurses make a habit of 
recommending it when the physician prescribes a 
saline laxative. 

For the action of ENO, though mild, is extremely 
efficient. It is a thorough cleanser, yet patients 
suffer little or no discomfort from its effects. Because 
of this fact, coupled with its delightful qualities as a 
drink, many physicians and nurses consider ENO’S 
“Fruit Salt’’ the ideal saline laxative. 

You may safely recommend ENO, too, for its purity 
and uniform composition are maintained under the 
same rigid standards that have made discriminating 
people, the world over, enthusiastic about it. 


Eno costs 1s. 6d. and (double quantity) 2s. 6d. 





The words Eno and “ Fruit Salt”’ are registered trade marks. 
NURSES’ OUTFITTERS, Crown Uniform catalogue 35 pages 
la BROOKS & CO. toseiac ‘contractors. fully illustrated post tree. 
= Post Orders = Official Tailors for 


are sent by 
STATE REGISTERED UNIFORMS, 
QUEEN’S D.N.A., B.R.X. 








** Brookway ”’ coats are guaranteed fast 
dye, shrunk and proofed. 


SPRING HATS. 





Special Offer of Nurses’ 
Linen Belts with 8 stud 
holes, 9)d. each, in whit: 
washing rubber, 1/- each 




















ae “ BERWICK.” 
» double New double breasted 
ed, with “BEATRICE.” 12/9 “ALEXANDRA.” Uniform Coat with 
high Very practical : Nurses’ light-weight coat half belt at back, 
storm collar. In Uniform Dress Special offer of _ “YORKE ” : for spring wear, double smart fitting, con- 
. with coat sleeve ARMY CAPS. ‘Spring Hats in felt and: ‘“* BRAEMAR.” breasted, tailored vertible collar, suit- 
w light-weight 54.4 with high or!Lawn, hemstitched hem.istraw. The above illus-!Nurses’ very neat pockets, half belt at able for Spring wear. 
Tweed for Spring jow collar, fas-:27 in 1/-itration is a very good !Dress Overall in satin back, convertible collar. In light weight Cra- 
wear, lined tened under tuck:31 ir 1/3:fitting Uniform Hat, in drill, and silk poplin, In waterproof Craven- venetted Gabardine, 
throughout silk 1 shoulder. In:36 in 1/6:fine Straw or  felt,ifastened to waist, etted _Gabardine, 35/6. 33/6, in all wool 
a mur SEX fast dye Nurse! Organdie. ‘trimmed good cordedismart tailored collarIn fine Serges and Serges and Gabar- 
29/6 to 3 gns. cloth 12/9, made!27 lflliribbon bow, in three ‘and revers, coat Gabardines, all wool, dine, 49/6 to 3 gns. 
Coat can be had to measure ini32ir 2/3hisizes, 8/11. Box andisleeve, 12/9, and in 49/6 to 3 gns. Coat Coat can be had on 
m approval colours 15/11. ‘36in 2/9}: postage, 9d ‘Tricoline, 18/9. can be had on approval. approval. 


BROOKS & CO., 143, 145, 147, 149, BOROUGH HIGH STREET, LONDON, S.E.1 
Be sure to mention “The Nursing Times”? when answering its Advertisements. 
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